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Background In Korean women, many of whom have small to moderate-sized breasts, it is 
difficult to cover a partial breast defect using oncoplastic volume displacement techniques 
after removal of an adequate volume of tissue during oncologic surgery. In such cases, 
oncoplastic volume replacement techniques are more useful. 

Methods From January 2007 to December 2011, 104 women underwent a total of 107 breast- 
conserving surgeries with various kinds of oncoplastic volume replacement techniques. We 
used latissimus dorsi (LD) myocutaneous flap for cases in which the resection mass was greater 
than 150 g. In case with a resection mass less than 150 g, we used regional flaps such as a 
lateral thoracodorsal flap, a thoracoepigastric flap, or perforator flaps such as an intercostal 
artery perforator (ICAP) flap or a thoracodorsal artery perforator (TDAP) flap. 
Results The mean age was 46.1 years, and the average follow-up interval was 10.3 months. The 
patients underwent oncoplastic volume replacement techniques with a lateral thoracodorsal 
flap (n = 9), thoracoepigastric flap (n = 7), ICAP flap (n = 25), TDAP flap (n = 12), and LD flap 
(n = 54). There was one case of congestion in an LD flap, and two cases of fat necrosis in an 
ICAP flap. Most of the patients were satisfied with the cosmetic results. 
Conclusions Oncoplastic volume replacement techniques can be reliable and useful for the 
correction of breast deformity after breast-conserving surgery, especially in patients with 
small to moderate-sized breasts. 
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INTRODUCTION 

The increasing incidence of breast cancer has made it one of 
the most prevalent cancers in Korean women since 2001 [l]. 
With the recent advancements in diagnostic regimens for breast 
cancer and the universalized use of regular check-ups^ very small; 



early-stage breast cancers are increasingly being detected. ThuS; 
breast-conserving surgery is frequently performed^ and attempts 
have been made to develop techniques to minimize postopera- 
tive breast deformity after partial mastectomy. 

The oncoplastic surgery technique^ which was first attempted 
by Audretsch et al. [2], expands on the concept of breast-con- 
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serving surgery. In other wordS; it is a plastic surgical procedure 
wherein the breast is shaped using the residual breast tissue after 
an extensive resection of the breast cancer or is reconstructed 
using the adjacent tissue. 

There are two different techniques in oncoplastic surgery depend- 
ing on the volume of the excised breast tissue. One is the volume 
displacement procedure, which combines resection with a variety 
of different breast-reshaping and breast-reduction techniques; the 
other is the volume replacement procedure in which the volume of 
excised breast tissue is replaced with autologous tissue [3] . 

To customize the application of the appropriate oncoplastic 
procedure to a patient, the breast size and the excised volume 
should first be considered. In cases where the breast size is rela- 
tively large, as in much of the Caucasian population, the amount 
of residual tissue after the resection of the tumor is sufficient. 
Therefore, satisfactory cosmetic outcomes can be obtained by 
glandular reshaping in patients with a relatively small defect size 
and using reduction mammoplasty when the area of the defect 
is larger than moderate. 

For patients with a relatively small breast size, as in the Asian 
population, the volume displacement techniques can also be 
performed after the removal of a small-sized defect. For cases in 
which the area of the defect is considered larger than moderate, 
however, satisfactory cosmetic outcomes can only be obtained 
if the defect area is restored using a volume replacement proce- 
dure with adjacent tissue. 

Given the above background, we evaluated patients who un- 
derwent breast reconstruction using a volume replacement tech- 
nique after partial mastectomy. In this report, we describe the 
clinical usefulness and necessity of our surgical procedures. 



METHODS 

Of the patients who underwent breast-conserving surgery at the 
Department of Surgery of the authors hospital from January 
2007 to December 2011 for breast cancer management, those 
with small to moderate-sized breasts underwent oncoplastic 
breast surgery by a single plastic surgeon. If the excised volume 
was less than 50 g, oncoplastic volume displacement techniques 
were performed and thus the case was excluded from this series. 
A total of 104 patients who underwent a total of 107 oncoplastic 
volume replacement procedures were enrolled in this study. The 
inclusion criteria were the presence of tumors at all the sites, in- 
cluding under the nipple, and the lack of preoperative anti-can- 
cer chemotherapy. The charts of all the patients who underwent 
breast reconstruction during the study period were reviewed. 

After extensive resection at a distance of approximately 2 cm 
from the initial tumor margin under general anesthesia, the 
tumor invasion was evaluated at the resection margin using the 
frozen section in the operating room. In the patients with a con- 
firmed tumor invasion via a sentinel node biopsy, axillary node 
dissection was performed in the level I and II nodes. Various 
volume replacement techniques were performed based on the 
weight of the excised tumor and its resection margin. We used a 
latissimus dorsi (LD) myocutaneous flap for cases in which the 
resection mass was greater than 150 g. For cases in which the 
resection mass was less than 150 g, we used regional flaps such 
as a lateral thoracodorsal flap, a thoracoepigastric flap, or perfo- 
rator flaps such as an intercostal artery perforator (ICAP) flap or 
a thoracodorsal artery perforator (TDAP) flap. 

To select the appropriate oncoplastic procedure, the location 
of the tumor is also considered. When a tumor located in the lat- 



Fig. 1. Algorithm of partial breast reconstruction 



This figure shows an algorithm of partial breast reconstruction with oncoplastic techniques in small to moderate-sized breasts. ICAP, intercostal artery 
perforator; TDAP, thoracodorsal artery perforator; LD, latissimus dorsi. 
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eral quadrants (upper outer, lower outer quadrant of the breast); 
a lateral thoracodorsal flap can be used. A thoracoepigastric flap 
can be chosen when a tumor is located in the inferior quadrants 
(lower inner, lower outer quadrant). An ICAP flap can be an al- 
ternative choice for lateral and inferior quadrants. A TDAP flap 
can be also used for lateral and inferior quadrants, even for the 
upper inner quadrant (Fig. l). 

A questionnaire survey was administered six months after sur- 
gery to the patients to evaluate their general and aesthetic satis- 
faction. This standardized questionnaire was adapted from the 
Michigan Breast Reconstruction Outcomes Survey [4]; it con- 
sisted of seven questions (Table l). Questions 1 to 5 assessed 
the general satisfaction of the patients with reconstruction, and 
questions 6 and 7 assessed their aesthetic satisfaction. In ques- 
tion 7; "the implant; transverse rectus abdominis myocutaneous 
(tram); deep inferior epigastric perforator, or latissimus pro- 
cedure/' was changed to "several procedures." Each question was 
graded on a 5-point Likert scale^ and the answers ranged from 
"very dissatisfied" (l) to "very satisfied" (S). Each answer was 
then coded in a dichotomous manner^ with a "satisfied" score 
for each question representing answers 4 or 5; and a "dissatis- 
fied" score representing answers 1; 2; or 3. The patients' levels of 
satisfaction were coded as "generally satisfied" when they had a 
satisfied score of 5/5 for the questions on their general satisfac- 
tiou; and as "aesthetically satisfied" when they had a score of 2/2 
for the questions on their aesthetic satisfaction. 

Three blinded plastic surgeons performed an aesthetic analy- 
sis using photographs of the patients with frontal and bilateral 
oblique views for each patient. The surgeons reviewed the pho- 
tographs and scored the results on a 5-point Likert scale that 
ranged from "poor result" (l) to "excellent result" (5). 

RESULTS 

A total of 104 patients underwent breast reconstruction using 
oncoplastic volume replacement techniques after partial mas- 
tectomy. In our serieS; the mean age was 46.1 years (range^ 27 to 
65 years) and the mean postoperative follow-up period was 10.3 



months (range^ 4 to 21 months). 

The mean weight of the resected breast tissue was 143.8 g 
(range; 50 to 390 g). The tumor location in the overall breast 
area varied (Table 2). Grossly there was one case of adeno- 
carcinoma; 40 cases of ductal carcinoma in situ, two cases of 
intraductal papilloma; 63 cases of invasive ductal carcinoma; 
and one case of invasive mixed ductal and mucinous carcinoma. 
The oncoplastic procedures were performed using a lateral tho- 



Table 2. Characteristics of breast cancers 




Characteristics 


Values 


Location 




Left 


41 (39.4) 


Right 


60 (57.7) 


Both 


3 (2.9) 


Total 


104 


Upper outer quadrant 


63 (58.9) 


Upper inner quadrant 


20 (18.7) 


Lower outer quadrant 


9 (8.4) 


Lower inner quadrant 


12(11.2) 


Whole breast 


3 (2.8) 


Total 


107 


Pathology 




Adenocarcinoma 


1 (0.9) 


Ductal carcinoma in situ 


40 (37.4) 


Intraductal papilloma 


2(1.9) 


Invasive ductal carcinoma 


63 (58.9) 


Invasive mixed ductal and mucinous carcinoma 


1 (0.9) 


Tumor Node Metastasis stage 




0 


1 (0.9) 


1 


61 (57.0) 


IIA 


34 (31 .8) 


IIB 


9 (8.4) 


IIIA 


2(1.9) 


IIIB 


0 


IV 


0 


Radiation therapy 




Preoperative 


4(3.8) 


Postoperative 


97 (93.3) 


None 


3 (2.9) 


Chemotherapy 




Yes 


86 (82.7) 


No 


18(17.3) 


Values are presented as number (%). 



Table 1. Modified Michigan Breast Reconstruction Outcomes Survey 



General satisfaction 

1 . Knowing what I know today, I would definitely choose to have breast reconstruction. 

2. Knowing what I know today, I would definitely choose to have the type of reconstruction I had. 

3. Overall, I am satisfied with my reconstruction. 

4. I would recommend the type of reconstructive procedure that I had to a friend. 

5. I felt that I received sufficient information about my reconstruction options to make an informed choice among several procedures. 
Aesthetic satisfaction 

6. The size and shape of my breasts are the same. 

7. My reconstructed breast(s) feel soft to touch. 



From Alderman et al. [4], with permission from American Society of Plastic Surgeons. 
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racodorsal flap (Fig. 2) in 9 patients^ a thoracoepigastric flap in 7 
patientS; an ICAP flap in 25 patients (Fig. 3); a TDAP flap in 12 
patients (Fig. 4), and an LD myocutaneous flap in 54 patients 
(Fig. 5). Regarding tumor location, 3 cases of TDAP flap and 17 
cases of LD flap were performed for tumors located in the upper 



Fig. 2. Case of a lateral thoracodorsal flap 



inner quadrant of the breast; 8 cases of lateral thoracodorsal flap; 
18 cases of ICAP flap; 7 cases of TDAP flap; and 30 cases of LD 
flap in the upper outer quadrant; 5 cases of thoracoepigastric 
flap; 4 cases of ICAP flap; and 3 cases of LD flap in the lower in- 
ner quadrant; and one case of lateral thoracodorsal flap; 2 cases 



A 47-year-old woman with invasive ductal carcinoma in the left breast. (A) Preoperative view. (B) Intraoperative view of the designed lateral 
thoracodorsal flap after partial mastectomy. (C) Intraoperative view of the elevated flap. (D) 3-month postoperative outcome. 





Fig. 3. Case of an intercostal artery perforator flap 


A 45-year-old woman with invasive ductal carcinoma in the left breast. (A) Preoperative view. (B) Intraoperative view of the elevated intercostal 
artery perforator flap. An intercostal artery perforator was found. (C) 6-month postoperative outcome. 
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of thoracoepigastric flap; 3 cases of ICAP flap; 2 cases of TDAP 
flap; and one case of LD flap in the lower outer quadrant (Table 3). 

Postoperatively, there was one case of congestion after the use 
of the LD flap; and two cases of fat necrosis after the use of the 
ICAP flap. There were 11 cases (20.4%) of persistent seroma at 



the donor site of the LD flap. These cases were all resolved; how- 
ever; using regular needle aspiration. There were no postopera- 
tive complications such as flap necrosis or wound infection. 

The general satisfaction scores showed that 85 patients (81.7%) 
were satisfied; and the aesthetic satisfaction scores showed that 80 



Fig. 4. Case of a thoracodorsal artery perforator flap 



A 55-year-old woman with invasive ductal carcinoma in the left breast. (A) Preoperative view. (B) Intraoperative view of the elevated thoracodorsal 
artery perforator flap. (C) 4-month postoperative outcome. 




Fig. 5. Case of a latissimus dorsi myocutaneous flap 



A 35-year-old woman with invasive ductal carcinoma in the right breast. (A) Preoperative view. (B) Intraoperative view of the elevated latissimus 
dorsi myocutaneous flap. (C) 24-month postoperative outcome. 
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Table 3. Mean volume of the excised breasts and location of the tumor according to the surgical technique 





Type of reconstruction 


Number 






Location of the tumor (n) 






Mean excised 


(o/o) 


UIQ 


UOQ 


LIQ 


LOQ 


Whole 


volume (g) 


Lateral thoracodorsal flap 


9 (8.4) 


0 


8 


0 


1 


0 


89.2 


Thoracoepigastric flap 


7 (6.5) 


0 


0 


5 


2 


0 


97.6 


ICAP flap 


25 (23.4) 


0 


18 


4 


3 


0 


104.4 


TDAP flap 


12(11.2) 


3 


7 


0 


2 


0 


112.6 


LD myocutaneous flap 


54 (50.5) 


17 


30 


3 


1 


3 


182.6 


Total 


107 (100.0) 


20 


63 


12 


9 


3 


143.8 


UIQ, upper inner quadrant; UOQ, upper outer quadrant; LIQ, lower inner quadrant; LOQ, lower outer quadrant; ICAP, intercostal artery perforator; TDAP, thoracodorsal artery 
perforator; LD, latissimus dorsi. 



Fig. 6. General and aesthetic satisfaction according to the 
type of flap 



L-T, lateral thoracodorsal; T-E, thoracoepigastric; ICAP, intercostal 
artery perforator; TDAP, thoracodorsal artery perforator; LD, latissimus 
dorsi. 
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patients (76.9%) were satisfied. When examining general satisfac- 
tion according to type^ TDAP flap had the highest scores among 
the other types of flaps. Aesthetic satisfaction also showed similar 
results; as LD flap and TDAP flap had higher scores than the oth- 
ers (Fig. 6). The mean aesthetic score of the plastic surgeons was 
4.08. These results indicate that the cosmetic outcomes were gen- 
erally satisfactory. 

DISCUSSION 

According to a 7-year observation study^ the results of which 
were reported by Veronesi et al. [5] in 1981; the comparison of 
a group where quadrantectomy was performed concomitantly 
with radiotherapy with a group that underwent modified radical 
mastectomy for breast cancer showed no significant difference 
in their survival rates. According to Fisher et al. [6], in 1985; a 
comparison of modified radical mastectomy and breast-con- 



serving surgery in cases of negative < 4 cm axillary lymph node 
metastasis showed no significant differences in the local recur- 
rence and survival rates of the two groups. Since then; breast- 
conserving surgery has been accepted as the primary treatment 
modality in patients with stages I and II breast cancer; unless 
there are specific contraindications [7]. 

In an oncoplastic procedure; an expanded concept of breast- 
conserving surgery; the breast is shaped using the residual breast 
tissue following extensive resection of breast cancer; or is recon- 
structed using the adjacent tissue [8;9]. It can improve the cos- 
metic outcomes of reconstruction while increasing the distance of 
the margins fi-om the tumor The comparison by Kaur et al. [lO] 
of the volumes of the resected tissue and the degrees of infiltration 
of the surgical margin in the oncoplastic procedure along with 
standard quadrantectomy in patients with breast cancer showed 
that the oncoplastic procedure can resect a larger quantity of tis- 
sue and thus wider negative surgical margin can be obtained of 
the surgical margin. Clough et al. [l l] reported that the oncoplas- 
tic procedure had satisfactory cosmetic and oncologic outcomes 
in 300 patients. Oncoplastic techniques allow extensive resections 
for breast-conserving surgery; with favorable cosmesis. 

There are two techniques in oncoplastic surgery according to 
the volume of the excised breast tissue. One includes volume 
displacement procedures that combine resection with a variety 
of different breast-reshaping and breast-reduction techniques; 
and the other is a volume replacement procedure that replaces 
the volume of excised breast tissue using autologous tissue. To 
select the appropriate oncoplastic procedure; multiple factors 
should be considered including the breast size; the excised vol- 
ume; and the location of the breast tumor. In cases in which the 
breast size is relatively large; the amount of the residual tissue 
after the resection of the tumor is sufficient. Therefore; satisfac- 
tory cosmetic outcomes can be obtained from the volume dis- 
placement procedures such as glandular reshaping and reduc- 
tion mammoplasty. In cases in which the breast size is relatively 
small; volume displacement techniques can also be performed 
after the removal of a small tumor. In caseS; however, in which 
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the defect area is larger than moderate; satisfactory cosmetic 
outcomes can only be obtained after the defect area is restored 
using volume replacement techniques. 

In this study 5 volume replacement procedures were performed 
based on the excised volume of the breast and the location of the 
tumor We used an LD myocutaneous flap for cases with a resec- 
tion mass greater than 150 g. For cases with a resection mass less 
than 150 g, we used regional flaps such as a lateral thoracodorsal 
flap; a thoracoepigastric flap; or perforator flaps such as an ICAP 
flap or TDAP flap. If the resection mass was less than 150 g; we 
selected a lateral thoracodorsal flap or an ICAP flap when a tu- 
mor was located in the lateral quadrants. A thoracoepigastric flap 
or an ICAP flap can be chosen when a tumor is located in the 
inferior quadrants. A TDAP flap can be used for all breast quad- 
rants. 

A lateral thoracodorsal flap is a wedge-shaped transposition 
flap. Patients with lateral breast cancer and redundant lateral 
thoracic region might be candidates for this flap. The axis of the 
flap is in the lateral extension of the inframammary fold. The su- 
perior border of the flap begins at the point medial to the anteri- 
or axillary fold and extends laterally from there. In elevating the 
flap; the underlying fascias of the LD and the anterior serratus 
muscles must be included. This fascia provides viability to the 
flap because the flap vascular supply is derived from the lateral 
intercostal perforators and the muscular fascia [12]. These flaps 
provide excellent skin and tissue matching to the native breast. 

A thoracoepigastric flap is designed as a transposition flap. Its 
upper margin is at the inframammary fold; and its lower mar- 
gin is drawn with consideration of the pedicle. It is supplied by 
the musculocutaneous perforating vessels from the superior 
epigastric artery and vein extending from the underlying rectus 
abdominis muscle. It can be elevated either above or below the 
rectus fascia and investing fascia of the external oblique muscu- 
lature. This flap commonly has a rather broad base and is limited 
in mobility [13]. It is usually indicated for defects in the lower 
quadrant of the breast. 

An LD flap has excellent blood supply and provides both mus- 
cle for filling glandular defects and skin for cutaneous deficien- 
cies. Its disadvantages include a difficult surgical technique as 
compared to regional flap; long surgical timC; and postoperative 
complications at the donor site such as the restriction of shoul- 
der movement and seroma. 

Methods of decreasing donor site morbidity associated with 
the use of the LD flap have been suggested in several studies. 
Hamdi et al. [14] recently described the use of a pedicled skin- 
and fat-only flap over the LD flap; based on the TDAP or ICAP 
vessels. Therefore; a TDAP flap; which spares the LD musclc; 
can reduce the occurrence of postoperative complications at the 



donor siteS; and thus shorten the recovery period. 

An ICAP flap is designed over the thoracic region at the level 
of the inframammary fold. The flap width depended on the ex- 
pected defect and the flap length on the location of the defect. 
This flap is appropriate for lateral and inferior breast defects. The 
intercostal vessels form an arcadC; which gives numerous perfo- 
rators. The ICAP flap has a limited range of motion because it 
can only be used in the adjacent area due to its short perforator 
Additionally it sometimes provides an inadequate perforator; 
which leads to instability of the flap condition. 

A TDAP flap is supplied by perforating vessels from the tho- 
racodorsal artery which provides the advantage of preserving 
the LD muscle [15]. When an appropriate perforating vessel 
is selected; the dissection is continued through the LD muscle 
up to the thoracodorsal artery and vein. A tunnel is created 
between the anterior edge of the LD muscle and the defect; 
through which the flap passes. The flap is then placed on the 
breast defect. It is often used for defects in the lateral and central; 
and even medial breast regions. 

In cases in which the breast size is relatively largC; as in much 
of the Caucasian population; excellent cosmetic outcomes can 
be achieved using a volume displacement procedure; one of 
the oncoplastic procedures. In many caseS; however; the breast 
size is relatively small; as in Korean womeU; and it is difficult to 
achieve satisfactory results using a volume displacement pro- 
cedure. Accordingly in these caseS; the defect areas should be 
restored using a volume replacement procedure. This may be 
mandatory to obtain more satisfactory postoperative outcomes 
from a cosmetic perspective. 
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